lEAM PRODUCISII^TERNAHONALINC. UmitBd V\fanaiTty 
W/HATISCOVERED: Any defect in materia Isand workmanship. 

PORHOWIDNG: 90 days 

vyHATW/EVULLDO: If yourproduct isdefective and returned within 30 days 
after the date it was purchased, we will replace it at no charge to you. If 
returned afterBO daysbut within 90 daysof the date of purchase we will repair 
it or at ouroption, replace it at no charge to you. 

If we repairyourproduct, we may use new orreconditioned replacement 
parts. If we choose to replace yourproduct, we may replace it with a new or 
reconditioned one of the same orsimilardesign. The repairorreplacement will 
be warranted underourstandard 90 day warranty. 

Customers will be responsible forfreight chargesincurred to return the product 
to TEAM PRODUCTS INTERNATIONAL INC., and will include a checkormoney 
orderin the amount of $5.50 to coverretum shipping charges. During this 
warranty period, we will coveronly the repairorreplacement cost of the unit. 

UMriAllONS: IMPUED ViARRANHES^ INCUUDING THOSE OF RTNE5S FORA 
RI\RnCUlAR PURPOSE AND MERC HAmABllJTY (AN UNVURmEN ViARRANTYlHAT 
THE PRODUCTIS RTFORORDINARV^ USE), ARE UMRED TO 90 DAT^ mOM DATE OF 
PURCHASE. V\/EV\/IU.NOTROlY FOR LOSS OFTIME, INCONVENIENCE, LOSS OF USE 
OF YOUR PRO DUCTOR PROPERTY DAMAG E CAUSED BY YOUR PRO DUCTOR ns 
lAILURETO WORK, ORANY OTHER INC IDEN1ALORCONSEQUEITTIALDAMAGES 
INCLUDING PERSONAL INJURE. 

Some statesdo notallow limitationson how long an implied warranty lasts or 
the exclusion orlimitation of incidental orconsequential damages, so the 
above exclusionsorlimitationsmay notapply to you. 

V\^TV\£ASKYOUTO DO:Tb get warranty service foryourproduct, you must 
provide proof ofthe date of purchase. Within BOdaysofthe date itwaspur- 
chased, return yourproductto yourplace of purchase forimmediate replace- 
ment. AfterBO days, but before the 90day warranty period, you may return the 
product with a checkormoney ordermade payable to TEAM PRODUCTS 
INTERNATIONAL INC. in the amount of $5.50 to the following address: 

Customer Service Department 
TEAM PRODUCTS INTERNATIONAL INC. 

3 Brtin TToad 
Barsippany, NJ 07054 

We suggest that you retain youroriginal packing material in the event you 
need to ship yourproduct. When sending yourproduct include yourname, 
address, phone number proof of date of purchase, and a description ofthe 
operating problem. After repairing orreplacing yourproduct, we will ship it to 
yourhome oroffice within fourweeks. 

WHATTHIS WARRANTY DOES NOTCOVER: AM O NG OTHER THING S THIS WAR- 
RANTY DOESNOTCOVER DEFECTS RESULTING FROM ACCIDENTS, DAMAGE 
WHILE IN TRANSITTO OUR SERVICE LOCATION, ALTERATIONS, UNAUTHORIZED 
REPAIR, FAILURE TO FOLLOW INSTRUCTIONS, MISUSE, FIRE, FLOOD, AND ACTSOF 
G O D. IF YO UR PRO DUCTIS NOTC O VERED BY O UR WARRANTY, C ALL O UR 
C USTO M ER SERVIC E N UM BER AT877-227-5832 TO DETERM IN E WHETHER WE WILL 
REPAIRYOURPRODUCTAND OTHER REPAIR INFORMATION, INCLUDING 
CHARGES. WE, ATO UR OPTION, MAY REPLACE RATHER THAN REPAIR YOUR 
PRO DUCTWITH A NEW OR REC O NDITIO NED O NE O F THE SAM E O R SIM ILAR 
DESIG N. THE REPAIR O R REPLAC EM ENTWILL BE WARRANTED FOR 90 DAYS. 

THIS UMITED WARRANTY IS THE ONLY ONE WE GIVE ON YOUR PRODUCT AND IT 
SETS FO RTH ALL O UR RESPO NSIBIUTIES REGARDING YO UR PRO DUCT THERE ARE 
NO WARRANTIES WHICH EXTEND BEYOND THE DESCRIPTION SEFFORTH ABOVE. 
SBVTELAWRtGHT&Thiswarranty givesyou specific legal rightsand you may 
also have other rights which may vary from state to state. 


Model CL2060 


16" Machined Aluminum 

LaserLevel 

with Threaded Tripod Mount 



Custom Manufactured in China For 
Team Products International Inc. 

3 Entin Road, Parsippany, New J ersey 07054 


C usto me r Se rvic e : ( 877 ) 227-5832 

Hours: Monday - Friday, 9:00 AM - 4:00 PM E.ST 

Visit our website at: w/ww.tea mptoduct5.com 



ZERPRl 


CL2060 


V^felcome. 

Thank you forpurc hasing the LazerPro™ CL2060 Laser Level. 

This manual will provide you with directions forthe safe and efficient operation 
of this laser device. Piease read the manuai carefully before using the unit 
and keep the manual on file forfuture reference. 

Failure to operate the C L2060 in accordance with the instructions and pre- 
cautions in this manuai may cause damage to the unit, property or persons. 

About Ihe CL2060 laser Level. 

The LazerPro™ CL2060 isa high quality laserlevel, incorporating advanced 
laseropticsand microeiectronicsthat can projecta iaserdotora iaserline 
over 1,500 feet away. The machined aluminum body is equipped with two 
high quality bubbie levels- one horizontal and one vertical. Every laserlevel 
mustpassa critical vibration test before leaving the factory. Thistest assures 
accuracy of the laserwithin 0.2 inch at a distance of 30 feet. 

installing Ihe Batteries. 

1. Your CL2060 Laser 
Level uses two AAA 
batteries One set 
of batteries should 
provide you with 
approximately 20 
hoursof laserusage. 

We strongly recommend alkaline batteriesfor longer battery life. 

2. To change the batteries remove battery compartment coverusing a flat 
screwdriverasshown in the figure. Install the batteries with the negative (-) 
pole of the battery inserted first. Replace the battery compartment cover. 

Laser 

Operation. 

Press the button on the battery coverto 
turn the laserON. 

9ide the plate up to the top position to 
projecta laser LINE. 

Slide the plate to the down position to ON 

projecta laser DOT OFF 

Switch 

Howto Use the CL2060 DOT LINE 

Make sure that the laserlevel unit is level before you work from the laser beam 
reference point. To do this place the CL2060 on the surface you will reference 
from. Level is achieved when the bubble floatsexactly between the black lines 
marked on the bubble tube. Out of level will show the bubble floating to the ieft 
orrightside of the tube; the bubble indicating the "high" end. 

NOTE The laseraperture is 0.85 inch higherthan the surface on which the ievel 
is resting. Be sure to include this factor into any measurements/calculations. 




Owner's Ma nua I 


Care and Maintenance. 

1. If the CL2060 Laser Level is to be stored forlongerthan a month without 
use, remove the batteriesto prevent corrosion. 

2. Do not expose the laserlevel to extreme temperatures: below 32°F or 
above 110°F. 

3. Your laser level should be protected from water; dust , heat and sunlight. 
Do not submerge the laser ievel. 

4. Like all electronic equipment, the pointershould be handled with care. 

Do not drop the laserlevel or subject it to stress, as this will cause damage 
to the unit. 

5. Rememberthatthe CL2060 isa laserdevice and can be harmful if used 
improperly. Referto the Safety nec a utions 

6. The CL2060 LaserLevei carriesa limited warranty. If a failure occurs, DO 
NOTtry to open the laserunit. The CL2060 Laserlevel contains no user 
serviceabie parts Doing so will void the warranty. 

Warning label is located on product as shown. 

Safety necautions. 

1. The CL2060 LaserLevei emitsan output 
powerthat islessthan 5mW. It isa ClasslllA 
iaseraccording to CDRFI standards 

2. Since a laserbeam can be harmful to the eyes 
avoid direct eye exposure. Do not look directly into 
the iaserbeam output aperture during operation. 

3. The laserlevel isnota toy. Keep out of reach of 
children. The laserlight emitted from this device 
should not be directed towardsany person, for 
any reason. 

4. Be aware that laserlight, when reflected off a 
mirrorlike surface, can also be dangerous 

5. CAUTION: Use of controls adjustments, or perfor- 
mance of procedures other than those described 
herein may result in hazardous radiation exposure. 

Do notattemptto modify the performance of your laserdevice in any 
way asthis may result in dangerousexposure to laser radiation. 

6. Forfurthersafety information regarding lasers, referto ANSI-ZL36.1 The 
STANDARD FORTHE SAFE USE OF LASERS, available from the Laser Institute 
of America, (407)380-1553. 


Questions? 

If you have a ny q uestio ns about the C L2060 Laser Level, please contact 
our C ustomer Service Department at (887) 227-5832, Monday through 
Friday, 9 AM to 4 PM EST or visit our web site: www.teamproductscom. 

CL20600204-104 


AVOID EXPOSURE 
LASER RADIATION IS EMITTED 
FROM THIS APERTURE 


LASER RADIATION 
Avoid Direct Eye Exposure 

^ Diode Laser 
Max Output <5mW 
Wavelength 650nm ±10 
CLASS IIIA LASER PRODUCT 

This product complies with 21 CFR 
chapter), subchapter J. 
Accession number: 9610948 
Sean & Stephen Corporation 
First Industry Zone, TanZhou Town 
ZhongShan City, GuangDong 
Province, China 
Manufacture Date: JUL. 2000 
S/N.9000Q01/ 






